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Part Number 


Description 


D412-791-049 


Standby Attitude 
Battery Monitoring Kit 


Box Part Number 1__ 
B_X_3_5 __ 
IDimenSion 


Other Packaging 
1_. 
1 
Dimension 
__ 11_- 


LxWxH 


16 x 5.5 x 5.25 


Packaging 
Instructions 
and Oecal Placement 


0412-791-049 
Tape box with clear tape and add a piece of foam to bottom of box. Wrap the kit in foam and place the kit 
and paperwork 
into box. Add more foam on top to prevent movement. 
Close box and apply clear tape. 
Apply 
Dart tape all around box. Apply label D2729-3 as per instructions 
in aSI 014 section 4.5. 


02729-1 


N/A 


02729-3 


I~I 


Dart Aerospace Ltd. 
1270 Aberdeen 
Street 
Hawkesbury, 
ON 
K6A 1K7 
CANADA 
TEL.: 1 613632-5200 
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